ETag: "d1b871f6ea6f8af33d1f208d96fef77f"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 20949569
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Some of the advantages of four-pair admittance standards and some of the special problems encountered in their measurement are pointed out. Detailed descriptions of three distinct types of four-pair bridges and some of their limitations are presented. These three bridges form a vital part of a very precise absolute measurement of resistance based on a calculable capacitor being undertaken at the National Bureau of Standards, but are believed to be of more general usefulness.
x-archive-meta-cite: J. Res. Nat. Bur. Stand. Sec. C: Eng. Inst., Vol. 74C, No. 3-4, p. 63
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Cutkosky, R.D.
x-archive-meta-date: 1970
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 3 and 4
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 63
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Techniques for comparing four-terminal-pair admittance standards
x-archive-meta-volume: 74C
x-archive-meta01-subject: AC direct-reading ratio set
x-archive-meta02-subject: ac measurements
x-archive-meta03-subject: bridge
x-archive-meta04-subject: coaxial chokes
x-archive-meta05-subject: defining transformers
x-archive-meta06-subject: equal power bridge
x-archive-meta07-subject: four-pair standards
x-archive-meta08-subject: frequency-dependent bridge
x-archive-meta09-subject: quadrature bridge
x-upload-date: 2012-05-15T18:53:25.000Z
